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PUBLIC HEALTH ENGINEERING DEPARTMENT 


The 23rd June , 2010 


No. 17 /20/2003 -PH - 2. - The Governor of Haryana is pleased to reconstitute the State Water Mission (SWM ) as 
a registered society . 


The reconstituted SM will have ( 1) Apex Committee and ( 2 ) Exccutive Committee with the member as indicated 
below : 


(1) Apex Committee Consists of the followingmembers : 

1. The Chief Secretary , Government of Haryana 


Chairperson 


Member 


2. The Financial Commissioner and Principal Secretary to Government Haryana , 

Development and Panchayats Department 


Member 


Meniber 


3. The Financial Commissioner and Principal Secretary to Government Haryana , 

Public Health Engineering Department 
4. The FinancialCommissioner and Principal Secretary to GovernmentHaryana , 

Finance Department 
5. The Financial Commissioner and Principal Secretary to Government Haryana, 

Planning Department 
6. The Financial Commissioner and Principal Secretary to Government Haryana, 

Health Department 


Member 


Member 


Member 


7. The Financial Commissioner and Principal Secretary to Government Haryana, 

Secondary Education Department 


Member 


8. The Commissioner and Secretary to Government Haryana, 

Information & Public Relations Department 


9. Engineer- in - Chief, Public Hсalth Engineering Department, Haryana 


Member Secretary 


Functions of ( Apex Committee ) SWM 


* Provide policy guidance on integrated implementation of Water Supply programme and all other activities 

under water related sector . 


* Periodic review of implementation of the water supply programme. 


* To furnish to the Government of India, Utilization Certificate (UC ) and Audit Certificate (AC ) for the 

funds received by the SWM . 
* In case of the funds received by the Executive Engineer, Public Health Engineering Department or 

DWM , the Mission Director, SWM shall countersign the UC duly signed by the Executive Engineer, 
PHED or Chairman and the Chief Executive Officer of DWM and furnish to the Government of India 
togetherwith its recommendation for further release of funds. 


* The water supply project accounts maintained by the EE PHED /DWM /VWSD will be audited by Chartered 

Accountant to be engaged by EE PHED /DWM . 
* The SWM should arrange for public periodic monitoring and review of the functioning of water supply 

schemes by Officers, Experts, NGOs, Institutions , etc. through suitable monitoring mechanism and 

system developed by the State Government. 
* Consideration and approval of all schemes pertaining to water supply sector programmes funded fully or 

partially by the Government of India or the External Funding Agencies. 
* Convergence of various water supply activities including special projects. 

Open a separaic Saving Bank Account in the State Bank of India or its associated Bank in the name of 
Member Secretary, State Water Mission and maintained by SWM to receive funds from the Central/ State 
Government. 


- 
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* Arranging independent certification of the quality of construction under water supply projects as per 

need . 


* Co-ordination with various State Department and other partners in relevant activities. 
* To give appropriate direction to the EEs PHED /DWMs for effective implementation of water supply 

projects. 


* 


Integrating & operating communication & capacity development programmes for water supply. 


* 


Carry out evaluation on water supply projects . 
* To undertake research and development on sustainable technological solution for sustainable water 

supply . 


Apex Committee could Co- opt three experts in the field of water supply sector asmembers. 


* The SWM will scrutinize and approve District level proposals under water supply programme received 

from the EE PHED /DWMsbefore forwarding the sameto Gol. 
* The State Level Executive Committee will aid and advise the Apex Committee . 
* The State Level Executive Committee could co -opt experts not exceeding six , in the field ofwater supply, 

Communication and Rural Development, Community , Community Health and Hygiene, Community 
Mobilization , Media and NGOs asmembers . 


Any other issue pertaining to water supply sector. 


The Apex Committee shall meet at least twice in a year . 


(2 ) Execuitive Committee Consists of the following members : 

1. The Financial Commissioner and Principal Secretary to Government Haryana , 

Public Health Engineering Department 


Chairperson 


2 Engineer - in - Chief, Public Health Engineering Department, Haryana 


Member 


3. The Director, Secondary Education , Haryana 


Member 


4. The Director, Primary Education , Haryana 


Member 


Member 


5. The Director , Information and Public Relations Department, Haryana 
6. The Director, Development and Panchayats Department 


Member 


7. The Director General,Health Services , Haryana 


Member 


8. The Project Director, Sarv Shikha Abhiyan , Haryana 


Member 


9. The Superintending Engineer (Pig.) Public Health Engineering Department, 

Haryana 


Member Secretary / 
Convener 


Functions of (Executive Committee) SWM 


* To implement the policies lay down by the State Water Programme. 

Responsible to oversee the day to day activities under water supply programme in the State . 
* To coordinate with different Departments and networking with Government and Non Government 

Organization (NGOs) at the State Level as well as the District level for expeditious and smooth 

implementation of water supply programme. 
* To coordinate EES PHED , other Institutions/agencies and other partners in relevant activities and to 

guide/supervise implementing agencies in implementation of water supply programme. 
* To prepare the State annual implementation plan and get the same approved from SWM before 31st of 

March every year. 
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To operate a separate bank account at the State level under the SWM in order to reveive the grants / 
funds under water supply programme from GOI. To release the funds to EES PHED out of the grants 
received from GOIas per their eligibility and to maintain the accounts of funds . 


* Periodic review of implementation of water supply programme. 


* To implement IEC activities at the State/District/Block and Panchayat level. 
* To undertake audit of accounts , besides the normal Government audit, through private/ recognized 

Chartered Accountants . 


* 


Any other issuc pertaining to water supply sector. 


The Engineer- in - Chief, Public Health Engineering Department, Haryana has been designated a " Mission Director" 
for day to daymanagement of Water Supply Programme in the State. The Mission Director, will be further assisted by the 
Superintending Engineer as State Project Coordinator with the support ofMonitoring and Evaluation Cell of the 
Development Department till the alternative support set up is created for the Mission . 


The Executive Committee shall meet at least once a quarter. 


This supersedes the GovernmentNotification No. 17 /20 /2003- PH -3 /24th June, 2009 . 


Chandigarh : 
The 


S.C. CHOUDHARY, 
Financial Commissioner and Principal Secretary to 
Government, Haryana , Public Health Engineering Department. 


PUBLIC HEALTH ENGINEERING DEPARTMENT 


The 23rd June, 2010 


No. 22 / 38 /2010 - PH -3. - In order to ensure adequate availability of raw water by Irrigation Department, prior to . 
construction of new canal based drinking water supply schemes , the following committees are hereby constituted , as 
detailed below : 


Field Level Committee 


This committee will comprise of the following members : 

1. Superintending Engineer, Public Health Engineering Circle 


2. Superintending Engincer, Irrigation Circle 


3. Executive Engineer, Public Health Engineering Division 


4. Executive Engineer, Irrigation Division 


1. This committee would meet once amonth or whenever such cases are pending for decision . 
2. The committee would send its recommendations to the Public Health Engineering Department and 

Irrigation Department at State Headquarters. 


Committee at Headquarters 


This committee will comprise of the following members : 


1. Engineer -in -Chicf, Public Health Enginecring Department 


2. Engineer -in - Chief, Irrigation Department 
3. Chief Engineer concerned ofPublic Health Engineering Department 
4. Superintending Engineer concerned of Public Health Engineering Department 
5. Superintending Engineer concerned of Irrigation Department 
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1. This committee wouid meet once a month . 


2. The committee would examine the recommendations of the field committee and take a final decision 

regarding the grant of consent for raw water to new drinking water supply schemes. 
3. However, where Government orders are required , Engineer- in -Chief,Irrigation Departmentwould 

arrange to get the same within a period of one month . 


S.C. CHOUDHARY, 
Financial Commissioner and Principal Secretary to 
Government,Haryana , Public Health Engineering Department. 


EXCISE AND TAXATION DEPARTMENT 


CORRIGENDUM 


The 29th June, 2010 


No. 3091-ET- 1-2010 /8736. — In the Haryana Government, Excise and Taxation Department, Notification No. 
1235 - ET- 1-2010 / 3458, dated 17th March , 2010 , published in the Haryana Government Gazette , dated 6th April, 2010, Roll 
No. 349 ,Ram Chander Lamba , Taxation Inspector may be read as Ram Kumar Lamba, Taxation Inspector. 


Chandigarh : 
The 25th June, 2010 


ANURAG RASTOGI, 
SpecialSecretary to Government, Haryana , 

Excise and Taxation Department. 
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